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ACTION NEA-09 

INEO OCT-OI ISO-00 SS-I5 NSC-05 CIAE-00 DODE-00 INR-07 

NSAE-00 PA-01 USIA-06 PRS-01 SP-02 /047 W 

114604 

PR 130815ZMAY 75 
PM AMEMBASSY ISLAMABAD 
TO SECSTATE WASHDC PRIORITY 075 
INEO AMCONSUL KARACHI 
AMCONSUL LAHORE 

CONPIDENTIAL ISLAMABAD 4286 

E.O. 11652: GDS 
TAGS: PGOV, PK 

SUBJECT: GOP PRESIDENT CHAUDHRY REPORTEDLY ILL 
REF: ISLAMABAD 212 

PAK PRESS REPORTS THAT GOP PRESIDENT PAZAL ELAHI 
CHAUDHRY ENTERED HOSPITAL POR ROUTINE CHECKUP. WE 
HAVE HEARD RUMORS PROM SEVERAL KNOWLEDGEABLE SOURCES 
THAT HE HAS HAD A MILD HEART ATTACK BUT THAT HIS CONDITION 
IS NOT CONSIDERED DANGEROUS. BYROADE 
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